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STATINTL 



Mr. William G. Miller 
Staff Director 

Select Committee To Study Governmental 
Operations With Respect To Intelligence 
Activities 

Washington, D.C. Attn: Mr. Madigan 

Dear Mr. Miller: 

. Office of Legislative 

Counsel, has asked that the attached be 'forwarded 
for your information. 

Sincerely, 

STATINTL 

: r ------ :r.r . Review Staff \ ’...T ; 

Enclosure 

cc: OLC 
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